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Notes 

Jin Murata: Arisaema parisifolia J. Murata (Araceae) from Laos and Vietnam 

y 7 Y [d jH't' M 7 )—is Arisaema parisifolia J. Murata (Iff 
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Arisaema parisifolia J. Murata, nom. nov. 
is proposed for A. petiolulatum Gagnep., 
which is a later homonym of A. petiolulatum 
Hook. f. This species of section Sinarisaema 
has been recorded from Laos and Vietnam 
but is imperfectly known (Gusman and 
Gusman 2001). Based on examinations of 
specimens in the Paris (P) and Kew (K) her¬ 
baria, it has been revealed that this species is 
distinct, with petiolulate leaflets, a small¬ 
sized spathe with auriculate mouth and a 
caudate and seemingly upright lamina, and 
very slender spadix appendage with a few 
projections in the lower part. Gagnepain 
(1941, 1942) described the length of the 
male spadix and its appendage to be 3 cm 
and 1 cm respectively but this might be an 
error for 1 cm and 3 cm, respectively. The 
source of color description by Gagnepain is 
not traced but might be based on the color of 
the type specimen(s), that were rather young 
at the time. An emended description is given 
below. 

Arisaema parisifolia J. Murata, nom. 
nov. [Figs. 1-2] 

A. petiolulatum Gagnep. in Notul. Syst. 9: 
126 (1941), nom. superfl. to A. petiolulatum 
Hook. f. (1893)-Gagnep. FI. Gen. Indo- 
Chin. 6: 1189 (1942)-P.-H. Ho, Cayco 
Vietnam 3: 452 (1993)-G. Gusman & L. 
Gusman, Gen. Aris.: 399 (2001). Type: 
LAOS. Pu Muten, Chueingkwang, ca. 1500 
m, April 20, 1932, A. F. G. Kerr 21164 (P- 
holo; K-iso). 

Paradioecious. Tuber subglobose. Major 
cataphylls 2-3, membranaceous. Pseudostem 
5.5-20 cm long. Foliage leaf solitary, petiole 
12-18 cm long. Leaflets 6-8, radiate, equal 


in size, 10-15 cm long, 20-50 mm wide, 
apex acuminate to caudate, base cuneate to 
distinct petiolule of 10-20 mm long. 
Peduncle 1/2-as long as petiole. Spathe tube 
cylindrical, 30-43 mm long, 8-12 mm wide, 
distinctly auriculate at mouth, lamina 40-51 
mm long, lower half ovate, 14-18 mm wide, 
upper half caudate. Male spadix 14 mm long, 
2 mm wide, with rather sparse male flowers, 
appendage slender cylindrical, 18-25 mm 
long, 0.5-1 mm wide, lacking protuberances, 
apex upright ? or forecurved. Female spadix 
8-9 mm long, 5-7 mm wide, appendage 
slender cylindrical ca. 30 mm long, 0.7-1 
mm wide, lower part with sparse protuber¬ 
ances of ca. 2 mm long, apex upright or 
slightly forecurved. 

Other specimens examined: VIETNAM: Chapa, 
Environs de la Garderie de Lo qui ho. 1600 m. Peterot 
8631 (P). 
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Fig. 1. Holotype of Arisaema parisifolia J. Murata (= A. petiolulatum Gagnep.; Kerr 21164, P). 
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Fig. 2. Female inflorescences of Arisaema parisifolia in the isotype speci¬ 
mens in K (lit from behind). 
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